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Message Text 

UNCLASSIFIED 

PAGE 01 LIMA 02640 020637Z 
ACTION COM-04 

INFO OCT-01 ARA-10 ISO-OO EB-08 /023 W 

021714Z 026670/45 

R012005Z APR 77 
FM AMEMBASSY LIMA 
TO SECSTATE WASHDC 4270 

UNCLAS LIMA 2640 

EO 11652: N/A 
TAGS: BENC, PE 

SUB J : MAJOR PROJECT: CONSTRUCTION OF CHIMBOTE REGIONAL HOSPITAL 

REF: (A) 76 LIMA 2132; (B) 76 LIMA 2801; 

(C) 76 LIMA 5179 

1 . THE MINISTRY OF HEALTH IS CALLING AGAIN FOR INTERNATIONAL 
BIDS FOR THE CONSTRUCTION OF THE CHIMBOTE REGIONAL HOSPITAL. 

THIS TENDER SUPERSEDES THAT REPORTED BY REFTEL (A) WHICH WAS 
DECLARED VOID IN NOVEMBER 1976. ING. RAUL SILES. DIRECTOR OF 
THE CONSTRUCTION BUREAU, MINISTRY OF HEALTH. HAS INFORMED US 
THAT THIS TENDER. INVOLVING A BASE BUDGET OF S/.519.892.293.64 
(APPROXIMATELY US$ 7 MILLION), IS FOR CONSTRUCTION OF CIVIL WORKS 
ONLY. HE ALSO INDICATED THAT THE TENDER ISSUED IN SEPTEMBER 
1976 (REFTEL C) FOR EQUIPPING THIS HOSPITAL CONTINUES TO BE IN 
FORCE. AS REPORTED PREVIOUSLY, THE CHIMBOTE HOSPITAL WILL HAVE 
600 BEDS AND CONSTRUCTION IS SCHEDULED TO BE COMPLETED IN 30 
CALENDAR MONTHS. PROJECT IS TO BE FINANCED WITH FUNDS PROVIDED 
BY WEST GERMANY, ACCORDING TO SUPREME DECREE NO. 332-73 OF 
DECEMBER 18, 1973 AND OOP'S BUDGET (HEALTH SECTOR, PROGRAM NO. 

1836). 

2. INTERESTED AMERICAN CONTRACTORS SHOULD SUBMIT THEIR OFFERS 
WITHIN THE FOLLOWING DEADLINES: APRIL 21, 1977, 10:00 A.M. FOR 

THE FIRST ENVELOPE APRIL 28, 1977, 10:00 A.M. FOR THE SECOND 
ENVELOPE. BID DOCUMENTS COST S/. 45,000 (APPROXIMATELY $609.00) 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LIMA 02640 020637Z 

AND ARE AVAILABLE FROM THE ADDRESS GIVEN BELOW UNTIL APRIL 
11, 1977. 

3. EMBASSY REQUESTS THE MAJOR PROJECT DIVISION TO INFORM 
INTERESTED AMERICAN FIRMS OF THIS REPORT. THE ADDRESS TO CONTACT 
IS: 
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MINISTERIO DE SALUD 

COMITE DE LICITACIONES 

LICITACION PUBLICA NO. 3-77 INTERNACIONAL 

OF. NO. 215, PISO 2 

AV. SALAVERRY S/N 

LIMA 11, PERU 

ATTN: ING. RAUL SILES, DIRECTOR 
PHONE: 32-7889 
DEAN 
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NNN 
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